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(continued from Page 20) 


BOILERS 


A line of boilers has been rede- 
signed to have 12 size ranges with 
outputs from 2160 mbh to 14,400 
mbh. The boilers are for medium 
and large buildings, including 
schools, churches, store and _ office 
buildings, hotels, apartments, fac- 
tories, institutions and municipal 
buildings. For a location with lim- 
ited boiler room height, a low-set 
design has a circular or arched 
burner opening in the front head, 
for induced or natural draft appli- 
cations. 

American-Standard, Industrial 
Div, Detroit 32, Mich. 
Zelienople, Pa. 


SEALING COMPOUNDS 


Two component polysulphide formu- 
lations, used as caulking or sealing 
compounds, were recently  intro- 
duced. They are cited as retaining 
their flexibility at temperatures 
ranging from —60 to +200 F. 
Their primary application is to mov- 
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ing joints, those that must withstand 
expansion and contraction caused 
by heat or cold. The bond is also 
cited as being water resistant. 
Smooth-On Manufacturing Com- 
pany, Jersey City, N. J. 


CIRCUIT TESTER 
Non-energized circuit testing of heat- 
ing, cooling, air conditioning and 
ventilating equipment and controls 
is possible with this circuit tester. 
It operates like a flashlight. It can 
test electrical continuity in non-en- 
ergized temperature controls, wire 
assemblies, switches, fuses, relays, 
circuit breakers, armatures, thermo- 
stats, electric motors, signal lamps, 
extension cords or heater elements. 
It tests for electrical continuity, 
shorts and open circuits. 

Paragon Electric Company, Inc., 
Two Rivers, Wis. 


JET NOZZLE 


A direct hydraulic type opposed jet 
spray nozzle has two orifices in a 


yoke type body. The two jets im- 
pinge on each other to produce a flat 
circular spray at a right angle to the 
center line of the jets, resulting in an 
optimum degree of atomization and 
uniform droplet size, according to 
the manufacturer. The nozzle is for 
‘hemical and industrial uses. 
Spray Engineering Company, 
140 Cambridge Street, Burling- 
ton, Mass. 


FLAME CONTROL 


An electronic flame-safeguard con- 
trol features a self-checking maxi- 
mum safety circuit and _ integral 
motor-driven programmer. It is de- 
signed for industrial oil, gas or oil- 
gas burners. The control works 
with either ultra-violet or flame-rod 
detectors. The self-checking circuit 
is designed to check each component 
in the system once a second during 
burner operation. The control auto- 
matically shuts off ignition and fuel 
circuits in two to four seconds after 
a failure. 


Honeywell’s Apparatus Controls 
Div, 2727 Fourth Avenue South, 
Minneapolis, Minn. 55408 
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